To:  Faulk,  Libby[Faulk. Libby@epa.gov] 

From:  Brobst,  Bob 

Sent:  Sun  8/9/201 5 9:23:54  PM 

Subject:  RE:  RA's  Interest  in  touring  the  Durango  Water  Treatment  Plant 


Libby 


Sorry  I didn’t  get  back  to  you.  I texted  the  info  to  David  Friday  AM  -0630 


Bob 


Robert  B.  Brobst,  P.E. 

Senior  Environmental  Engineer 
U.S.  E.P.A.  Region  8 
1595  Wynkoop  Street 
Denver  Colorado 


303-312-6129  (office) 


“It  is  a capital  mistake  to  theorize  before  one  has  data.  Insensible  one  begins  to  twist  facts 
to  suit  theories,  instead  of  theories  to  suit  facts.”  Arthur  Conan  Doyle’s  A Scandal  in 

Bohemia  (1891) 


“ The  Good  thing  about  science  is  that  it’s  true  whether  or  not  you  believe  in  it.”  Neil 
deGrasse  Tyson 
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From:  Faulk,  Libby 

Sent:  Friday,  August  07,  2015  5:56  AM 

To:  Brobst,  Bob 

Cc:  Ostrander,  David 

Subject:  RA's  Interest  in  touring  the  Durango  Water  Treatment  Plant 


Hi  Bob, 


Left  you  a voicemail  as  well.  I’m  assuming  your  aware  of  the  adit  blow  out  that  EPA  had  at  the 
Gold  King  mine  in  Silverton?  The  RA  is  coming  down  to  Durango  this  morning  to  meet  with 
local  officials  and  wants  to  tour  the  Water  Treatment  plant.  He  wants  the  State  to  either  be 
included  or  at  least  be  aware  to  make  sure  there’s  not  concerns.  I’m  trying  to  determine  who  is 
in  Durango  that’s  from  the  State.  David  told  me  to  reach  out  to  you  because  you  have  a State 
counterpart?  Is  that  correct?  If  so,  can  we  alert  them. 


Thanks,  Libby 

Libby  Faulk,  Program  Manager 

Public  Affairs  and  Community  Involvement 

US  EPA,  Region  8 

1595  Wynkoop  Street 

Denver,  CO  80202 

fa  til  k.1ibby@epa.gov 

303-312-6083 
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